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stand at least nine inches from the ground, and be provided With a
suitable cover, which must be kept properly adjusted to same, so as to
protect the contents from flies, insects, rats and animals or vermin. All
garbage or refuse contents must be emptied at least once every seven days.
Section 3. Any business serving the public or any industry shall at all
times be properly policed and staffed so as maintain a safe, sanitary
and tidy condition. Any such building, business or industry shall at all
times be properly ventilated, free from dust, vapors and gases that
might be detrimental to the public health; and free from obnoxious odors
that are objectionable to the esthetic senses. All furniture and fixtures in
such buildings used by patrons or employees shall be kept clean and in
good repair at all times.
Section 4. Whenever and wherever a condition shall exist which, in
the opinion of the health director having jurisdiction over the area, or his
authorized representative, constitutes a public health nuisance, it shall
be his duty to notify in writing the person or persons, firm or corporation,
responsible for its continuance, of the character of the public health
nuisance and give the person, persons, firm or corporation a reasonable
length of time to abate it. However, whenever and wherever a nuisance
is of a character as to require, in the interest of the public health,
immediate abatement or discontinuance, the local health director may
bring a proceeding for immediate action in the court of the county in
which the nuisance exists for the abatement of such nuisance and the
court may upon hearing and for good cause enjoin the continuance of the
condition creating the nuisance, irrespective of all other remedies at law.
Section 5. Failure to abate the public health nuisance after notice
constitutes a violation of this regulation, and shall constitute, according
to Section 32-17, Code 1952, a misdemeanor, punishable as provided in
that Section.
Sanitary Control of Shellfish Industry
(Filed in the office of the Secretary of State October 26, 1961)
Polluted Oyster Replanting Control Procedure
1. Replanting shipper, shall first secure a permit to replant from the
Receiving State, copy to be filed with the South Carolina State Board of
Health.
2. Replanting shipper then shall secure a "P" pollution permit from the
South Carolina State Board of Health.
3. Replanting shipper shall designate "ONE" point of loading and un-
loading of polluted shellstock acceptable to South Carolina State Board
of Health and shall meet the requirements of the South Carolina De-
partment of Labor.
4. Replanting shipper shall list all trucks and/or other means of trans-
portation including boats, barges, etc., with the State Board of Health as
to type, make, state and/or Federal license number.
5. All permitted boats in closed and/or polluted areas shall have painted
thereon a "P' permit number as described on the attached design.


